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Lab Quality Series - Wed. @ 1pm 



Announcement j_Q 

Series Moriuie_,., 

The Laboratory Quality Series 2008 in-service training will start Wednesday, Aug. 27 at 1:00 p.m. in room 133. Details 
are attached. 

All are welcome! 


Kristen Pribeck 

Communications & Program Coordinator 
Laboratory Response & Communications 
Massachusetts Department of Public Health 
305 South Street 
Jamaica Plain, MA 02130 

T 617-983-6212 
F 617-983-6887 
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